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Parasite of the Sugarcane Borer... . . . (Oct.) 
Hosk1ys, W. M., H. P. BLoxuaM and MaRIAN 


Organic Com 
Hoskins, W. M., and W. M. Urnott, Factors 
Concerned in the Deposit of 
Howarp, L. O., Anniversary Greeting to the 
Entomologists of America . (Editorial, April) 
Hoyt, Avery S., Federal-State 
Huser, L. L., Effect of the Mechanical Husker 
in Corn Borer Control.............. (Aug.) 
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Pearce, G. W., and A. W. AVENS, The Ratio 
of Lead to Arsenic in Spray Residues from 
Lead Arsenate. II................. (Dee.) 
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